ST.   MARY'S  CATHOLIC  CHURCH 

The  new  St.  Mary's  Catholic  Church  with  its 
adjacent  social  hall  was  constructed  in  1957 
to  accommodate  both  local  residents  and  the 
many  summer  visitors  to  the  Long  Beach 
Peninsula.  Seating  600  people,  the  new  building 
replaces  the  original  St.  Mary's  mission  church, 
built  in  1898. 
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